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HARYANA GOVT GAŻ., SEPT . 2 , 1975 (BHDR . 11, 1897 SAKA ) 


( PART 1 


The 14th August, 1975 
No. 5645 /3- L. - Whereas it appears to the Governor of Haryana that land specified below is needed 
by the Government, at public expense , for a public purpose , namely , for Installing Kila No. 2 
in village Nahar in tehsil Jhajjar, district Rohtak , it is hereby notified that the land in the locality 
specified below is to be required for the above purpose . 

This notification is made under the provisions of sectio : 4 of the La id Acquisition Act, 1894. 
for the information of all to whom it may cor.cern . 

In cxercise of the powers conferred by the aforesaid section , the Governor of Haryana hereby 
authorised the officers of Irrigation Department for the time being cngaged in the undertaking alongwith 
their servants, workmen etc., to enter upon and survey land in the locality and do all other acts 
required or permitted by that section . 

Further, whereas the Governor of Haryana is satisfied that the land is required for the construction of 
Mohindergarh Canal which is of very urgent importance with the meaning of clause (c ) of sub 
section (2) of section 17 of the said Act and whereas the Governor of Haryana is of the opinion that the 
provisionsof sub- section (2 ) of the said section are thus applicable , it is hereby directed under sub - section 
(4 ) of section 17 of the said Act that the provisions of section 5A of the said Act shall not apply in regard to 
this acquisition . 

SPECIFICATIONS 


District 


Tehsil 


Village 


Boundaries 


Hadbast 
No. 


Area in 
acres 


Rohtak 


Jhajjar 


Nahar 


10 


10.57 


A plot of land measuring 10.57 acres com 
prising of Khasra /Killas numbers 


62 


63 


25 


18 , 19 , 20 , 21, 22 , 23 , 24/1 


82 


83 


as demarcated at site . 


1 , 2 , 3 


5 


J. L. N. CANAL CIRCLE NO . 2. ROHTAK 


Showing village -wise Khasra Numbers /Killas for Installing Kiln No. 2 in village Nahar in tehsil 
Jhajjar, district Rohtak . 


S. No. 


District 


Tehsil 


Nahar 


No. of Khasras /Killas 


62 


63 


1 


Rohtak 


Jhajjar 


Nahar 


> 


25 


18 , 19 , 20 , 21 , 22 , 24/1 


82 


83 


1 , 2 , 3 


S 


By order of Governor of Haryana . 


A. M. SINGAL . 


Superintending Engineer , 
Pandit Jawahar Lal Nehru Canal Circle No. 2 , Rohtak . 


